Commercial Lighting 
%ansas City 

Trademark Electric is your top Kansas City Electrical Contractor focused on QUICK 
RESPONSE TIME and REPUTABLE service. We also offer extensive Lighting Contractor 
expertise and have excellent references in the Federal Contracting market. Trademark 
Electric offers a wide range of electrical services, but what unites every Trademark 
Electric project is the level of customer satisfaction we deliver. Our customer loyalty 
program ensures exceptional service is provided to each and every customer whether it 
be a commercial contractor or federal agency. 
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Trademark Electric, Inc is a full service Commercial Electrical Contractor serving the 
Greater Kansas City area. We are equipped to manage all of your commercial building 
electrical requirements at every level — from multi-million dollar new-construction 
projects to minor electrical installations and repairs. At each and every commercial level, 
our goal is to create a commercial electrical system that insures safety and energy 
efficiency. Our commercial clients receive personal and professional care that minimizes 
their downtime and results in efficient and thorough work. 
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Let us turn your night, bright! Our experienced Kansas City Lighting Experts can meet your 
commercial lighting needs from installation, to repair and maintenance of interior and 
exterior light systems including parking lot lighting. 



We are Kansas City's Premier Lighting Contractor with QUICK RESPONSE TIME and 
REPUTABLE SERVICE. With years of experience and the proper equipment, our technicians 
will bring efficient, effective lighting to any commercial lighting projectyou might need. 



We can expertly install, repair and maintain pole lights, 
security lights, Parking Garage lighting, parking lot 
lighting, building and perimeter lighting. 

We carry many styles from which to choose and we can 
design the best layout for optimized lighting. We are 
efficient in selecting the proper poles and light fixtures for 
the wind region of Kansas City to make sure your lights 
remain standing for many years to come. 

Ask about our Lighting Maintenance Contracts, which 
include routine night drives of your commercial 
properties. We then compile a report showing what 
lighting is in need of repair and submit it for your 
approval. It's a great, no hassle, stress-free avenue for 
keeping your commercial properties well lit and secure 
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For more information please visit site 



